Green Line Transformation _ Moir» 
Construction Project Updates WLI 


Week in Review and Lookahead 
Friday, July 7, 2023 


Thanks again to everyone who joined the GLT team for the 
B Branch Track Upgrades open house! We're continuing 
preparations for this important work that will improve safety 
and reliability on the Green Line, which will take place from 
Monday, July 17 — Friday, July 28. 
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Excavation and Ductbank Installation Utility Relocation 
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¥ This Week | Crews continued work on the telephone ductbank and removal of old trolley tracks 
¢ Lookahead | Work on the telephone ductbank will continue 


* Schedule subject to change with weather conditions and in 
accordance with public health directives Page 1 of 7 
Project percentages represent the value of the installed work 
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